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21 March 1956 


MEMORANDUM FOR THE RECORD 

SUBJECT i Visit to Base Woolridge and Watertown Strip 
13-16 Fberuary 1956 

1. On Monday Febnuary 13 Th* Ramo Woolridge plant was visited 
for ths purpose of clarifying osrtain fields of responsibility 
between the contractor and E*6je*t AQU ATONE. 


2. The following items wore discussed with 


a. System One 

(1) Ground Test Equipment requirements for the Prefect 
changed from four (4) to nine (9) each. 

(2) Estab lish ment ef means for acceptance by the Govern- 
mmst ef the Syeteme One already delivered by the contractor. 

(3) Advisability of providing standard a mpex tqpt trans- 
ports roquirmsonts ef System One, three and four. 

b. System Two 

(1) Review of the scheduled field testa. 

(2) Es tablishment of R and ¥ as the original procurement 
source for the crystals for System Two. 

e. The general status if the Systems being developed by 
S end ¥ wee discussed. 

3. Cta Tuesday February 14, a visit was mde to Watertown returning: 
to L. A. the a l l o wing day. The purp ess ef the visit was to complete 
a Physical inventory of the System One delivered by the contractor 
and to initiate a procedure for operational testing of these systems 
prior to their acceptance. 

4» On Thursday February 16, ths R sad ¥ plant was revisited for a final 
oheekout prior to returning to Washington* 
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